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Abstract 

Addresses the assessment and management of exposure to ! 

electromagnectic fields in the workplace in accordance with the I 

guidelines produced by the National Radiological Protection Board 
(NRPB). The basic concepts of electromagnetic fields and their 
interaction with people are briefly reported. The salient features of the 
NRPB guidelines are summarised and the evaluation of exposure is 
discussed with respect to: source characterisation; instrumentation; 
measurement techniques; data analysis and evaluation; and dosimetric 1 
investigations. The report covers survey procedures and exposure 
assessment techniques with reference to the following industries: ; 

broadcast and telecommunications; induction heating; dielectric 
heating and medical devices. The management of exposure is also 
covered by this report and where possible, explicit practical advice is i 
given on all aspects of exposure assessment. This report and the work 1 
it describes were funded by HSE. Its contents, including any opinions j 
and/or conclusions expressed, are those of the authors alone and do j 
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